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RG104 E-1 Box 129 June-Sep 1883 


NARA RG104, Entry 1, Box 129 


[Abstract:] Submits soft metal impression of second mounting of L.S. Medals... 


United States Mint, Philadelphia, Penn., 
Engraver’s Department, 
July 26, 1883 


Sir 


I respectfully submit for you approval a soft metal impression of second mounting for 
Life Saving service from design by Chas. Schlaar, also soft metal impression of first mounting, 
showing I think in both cases, that the designs have been carefully copied. The Trident to the 
second mounting has to be attached by the Jeweler. 


Very respectfully 
Your obedient servant 
Chas. E. Barber 
Engraver 


Hon. A. Loudon Snowden 
Superintendent 


